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NOTIFICATIONS BY GOVERNMENT 


LABOUR FACTORIES BOILERS AND INSURANCE 
MEDICAL SERVICES DEPARTMENT 

( Lab - II ) 


THE BOILERS ACT , 1923 AND INDIAN BOILER REGULATIONS , 1950 

BOILER NO.AP / 2475 AT Dr.NARLA TATA RAOTHERMAL POWER 
STATION , IBRAHIMPATNAM , KRISHNA DISTRICT EXEMPTION FROM 
THE PROVISIONS OF SUB- SECTION ( C ) OF SECTION 6 OF THE BOILERS 
ACT , 1923 FOR A PERIOD OF 3 ( THREE ) MONTHS FROM 02.07.2021 
TO 01.10.2021 . 


[ G.O.Rt.No.205 , Labour Factories Boilers and Insurance Medical Services ( Lab - II ) , 

10th August , 2021. ] 


NOTIFICATION 


In exercise of the powers conferred under sub - section ( 2 ) of Section 34 of the 
Indian Boilers Act , 1923 , Government of Andhra Pradesh hereby exempts the 
Boiler No.AP / 2475 at Dr. Narla Tata Rao Thermal Power Station , Ibrahimpatnam , 
Krishna District from the provisions of sub - section ( c ) of section 6 of the Indian 
Boilers Act , 1923 for a period of 3 ( three ) months from 02.07.2021 to 01.10.2021 , 
subject to the following conditions : 
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ANDHRA PRADESH GAZETTE , August 11 , 2021 


1 . 


The inspection fee of Rs.97,000 / - paid on 10.05.2021 is adjusted towards 
inspection of Boiler and Steam pipeline during working carried out on 
09.07.2021 for the purpose of exemption . 


2 . 


During the exemption period , the Boiler shall be used in accordance to the 
provisions of the Boilers Act , the Boiler Attendants ' Rules and the Boiler 
Operation Engineers ' Rules . 


3 . 


Any repair during the period of exemption shall be carried out only after 
obtaining the permission from the Director of Boilers , AP , Amaravathi . 


4 . 


No further exemption shall be granted to the Boiler . After the exemption period , 
the Boiler shall be offered for inspection . 


G ANANTHA RAMU , 
Special Chief Secretary to Government ( FAC . ) 
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